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OLD TUBERCULIN, U. S. P. (Tuberculin-Koch, Concentrated Tuberculin,
Crude Tuberculin). Sterile solution in special liquid culture medium of the
soluble products of growth of the tubercle bacillus; contains about 50% glycerin.

Dosage. Intracutaneous (Mantoux): 0.1 ce. of 1:10,000 solution (contain-
ing 0.01 mg.) injected intracutaneously and read in 48 to 72 hours. If negative,
this may be followed by injection of 1:1,000 (0.1 mg.) or 1:100 (1 mg.) solution.
Reaction usually reaches height in 48 hours.

Dosage form.    Vials, various sizes.

TUBERCULIN PATCH TEST (VOLLMER). Consists of thin filter paper
squares about 1 cm. area, which have been treated with tuberculin solution and
dried. Two of these squares and a control square consisting of filter paper sat-
urated with glycerin broth are applied to the skin (forearm) after thorough
cleansing with acetone, and attached to the skin with adhesive plaster. The
patches are removed after 48 hours. If positive, there will be an eruption of
follicles or erythematous papules. In young children, or where sensitivity is
suspected, it is advisable to leave the patches on for about 6 hours, using the
complete period if there is no reaction.

Dosage form.    Adhesive strips in packages of 1, 10, and 100 tests.

